
Town of Arlington, Massachusetts 
730 Massachusetts Ave., Arlington, MA 02476 
Phone: 781-316-3000 
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Minutes 05/09/2012 


Board of Assessors 
May9,2012 
Arlington Town Hall 


Call to Order: Chairman James Doherty called the meeting to order at7:00 PM 


Roll Call: Chairman James Doherty, Member Kevin Feeley& Director of 

Assessments John B. Speidel. 


Others Present: None 


On Going Business: Member Kevin Feeley made a motion to acceptthe minutes of April 23, 2012. 

Chairman James Doherty seconded the motion. There was no discussion and 
the vote was unanimous. 

Member Kevin Feeley made a motion to release $200,000 in surplus over 
funds to be used in the 2013 budget, based on the recommendation of the 
Directorof Assessments John B. Speidel. Chairman James Doherty 
seconded the motion, there was no discussion and the vote was unanimous. 

At 7:20 PM, Member Kevin Feeley made a motion to adjourn. Chairman 

James Doherty seconded the motion, there was no discussion and the vote 
was unanimous. 


Sincerely Submitted by, 
John B. Speidel 
Director of Assessments 


